MINUTES OF THE MEETING 
COMMISSION ON CHICAGO LANDMARKS 
APRIL 5, 2012 


The Commission on Chicago Landmarks held a regular meeting on April 5, 2012. The meeting was 
held at City Hall, 121 N. LaSalle St., City Hall Room 201-A, Chicago, Illinois. The meeting began at 
12:50 p.m. 

PHYSICALLY PRESENT: 

Rafael Leon, Chairman (arrived after item 1) 

John Baird, Secretary 
Anita Blanchard 
James Houlihan 
Tony Hu 

Andrew Mooney, Commissioner of the Department of Housing and Economic 
Development 
Christopher Reed 

Mary Ann Smith (left meeting after item 6) 

Ernest Wong 

ABSENT: None 

ALSO PHYSICALLY PRESENT: 

Heidi Sperry, Designee of Eleanor Gorski, Assistant Commissioner, 
Department of Housing and Economic Development, Historic 
Preservation Division 

Arthur Dolinsky, Department of Law, Real Estate Division 
Members of the Public (The list of those in attendance is on file at the 
Commission office.) 

A tape recording of this meeting is on file at the Department of Housing and Economic Development, 
Historic Preservation Division offices and is part of the permanent public record of the regular 
meeting of the Commission on Chicago Landmarks. 

Commission member Ernie Wong called the meeting to order. 


I. Approval of the Minutes of the March I. 2012, Regular Meeting 

Motioned by Baird, seconded by Reed. Approved unanimously. (8-0) 


Chairman Rafael Leon arrives. 

2. Preliminary Landmark Recommendation 

PORTAGE PARK THEATRE BUILDING WARD 45 

4042-60 N. Milwaukee Avenue, 4905-15 W. Cuyler Ave. 

Resolution to recommend preliminary landmark designation for the PORTAGE PARK 
THEATRE BUILDING and to initiate the consideration process for possible designation of 
the building as a Chicago Landmark. Alderman John Arena (45* Ward), within whose ward 
the building is located, expressed his support for the proposed designation. 


Motioned by Smith, seconded by Wong. Approved unanimously. (9-0) 



3. 


Final Landmark Recommendations to City Council 


NEIGHBORHOOD BANK BUILDING 

Pioneer Trust and Savings Bank, 4000 W. North Avenue WARD 30 

Resolution to adopt the Final Landmark Recommendation to City Council that the 
PIONEER TRUST AND SAVINGS BANK BUILDING he designated as a Chicago 
Landmark. Nicholas Black on behalf of Pioneer Plaza Development LLC, the property owner, 
expressed support for the landmark designation. 

Motioned by Reed, seconded by Mooney. Approved unanimously. (9-0) 


RIVIERA MOTOR SALES COMPANY BUILDING WARD 48 

5948-60 N. Broadway 

Resolution to adopt the Final Landmark Recommendation to City Council that the 
RIVIERA MOTOR SALES COMPANY BUILDING be designated as a Chicago 
Landmark. 

Motioned by Wong, seconded by Smith. Approved (9-0). 

Commission member Mary Ann Smith requested that staff prepare recommendations for the 
treatment of signage and abandoned metal sign armatures affixed to structures that are 
proposed for or designated as Chicago Landmarks. Ms. Smith requested that staff submit this 
information to the Commission within two months. 

4. Progress Report on Proposed Designations - Announcements 

DU SABLE HIGH SCHOOL WARD 3 

4934 S. Wabash Avenue 

ANNOUNCED: The property owner has requested a 120-day extension to the request-for- 
consent period which expired on March 26, 2012. The consent period now expires on 
July 24, 2012. 

5. Schedule of a Public Hearing on Final Landmark Recommendation - Announcement 

ANNOUNCED: 

CONTINENTAL CENTER WARD 2 

55 E. Jackson Boulevard 

Date: April 17, 2012 

Location: Historic Preservation Office, 33 N. LaSalle St., Room 1600 

Time: 9:30 a.m. 

Hearing Officer: Anita Blanchard 




6 . 


Permit Review Committee Report 


Permit Review Committee member Mary Ann Smith presented the report from the Permit 
Review Committee meetings of March 1, 2012 and April 5, 2012 (see attached). 

Commission member Mary Ann Smith leaves the meeting. 

7. Recommendation to City Council for Approval of Class L Property Tax Incentive 

OLD DEARBORN BANK BUILDING WARD 42 

203 N. Wabash Avenue 

Resolution to recommend to City Council approval of a Class L Property Tax Incentive for 
the OLD DEARBORN BANK BUILDING. The support of Alderman Brendan Reilly (42"‘^ 
Ward), within whose ward the building is located, was noted for the record. 

Motioned by Houlihan, seconded by Baird. Approved unanimously. (8-0) 

8. Other Business 

Report on Permit Decisions for the Month of March 2012 

Dijana Cuvalo presented the report of the staff to the Commission (see attached). 

9. Adjournment 

There being no further business, the meeting was adjourned at 2:10 p.m. 

Motioned by Wong, seconded by Mooney. Approved unanimously. (8-0) 


John Baird, Secretary 



PERMIT REVIEW COMMITTEE REPORT TO 
COMMISSION ON CHICAGO LANDMARKS 
April 5, 2012 


The Permit Review Committee (PRC) met on March 1, 2012, at 1:20 p.m. The meeting was held at 

121 N. LaSalle, Room 201-A. 

Present: Ernest Wong 

John Baird 
Mary Ann Smith 

Staff: Eleanor Gorski, Assistant Commissioner, Historic Preservation Division, Bureau of 

Planning and Zoning, Department of Housing and Economic Development 
Dijana Cuvalo 
Cindy Roubik 
Beth Johnson 
Larry Shure 

The following project was reviewed by the PRC: 

1. 4659 S. Cottage Grove 

(Eormer South Side Trust and Savings Bank - 4^’’ Ward) 

Proposal: Proposed seven new signs for “Urban Partnership Bank”: two 2’ x 20’ wall 

signs on the south and west (primary) facades, one 4’ x 3’ projecting sign on 
the south fa 5 ade, two 12’ x 12’ wall signs on the north and east (side) facades, 
and two 3’ x 3’ freestanding signs at the parking lot entry along the west 
property line. 

Action: Approved unanimously with the following condition: 

Enlarged elevation and section drawings of the two wall signs facing 47^’’ 
Street and Cottage Grove Avenue proposed to be installed within the existing 
limestone sign band at the parapet shall be submitted with the permit 
application to show that the new signs will not obscure, or project beyond, any 
ornamental features. 



PERMIT REVIEW COMMITTEE REPORT TO 
COMMISSION ON CHICAGO LANDMARKS 
April 5, 2012 

The Permit Review Committee (PRC) met on April 5, 2012, at 10:40 a.m. The meeting was held at 

121 N. LaSalle, Room 201-A. 

Present: John Baird 

James Houlihan 
Tony Hu 

Rafael Leon (Anting Chair) 

Mary Ann Smith 

Staff: Dijana Cuvalo 

Cindy Roubik 
Beth Johnson 
Larry Shure 

The following project was reviewed by the PRC: 

1. 81E. VanBuren 

(Historic Michigan Boulevard District - 2"‘^ Ward) 

Proposal: Proposed construction of one-story rooftop addition, canopies, and deck 

Action: Approved unanimously with the following conditions: 

1. The massing, siting and configuration of the one-story rooftop addition - 
proposed to be setback 52’-0” from the exterior face of the parapet on the 
east side of the building and 15’-7” from the exterior face of the parapet on 
the north and south sides of the building; the large canopy - proposed to be 
setback 28’-5” from the exterior face of the parapet on the east side of the 
building, 15’-7” from the exterior face of the parapet on the north side and 
5’-0” from the exterior face of the parapet on the south side of the building; 
and the small canopy located behind the proposed addition, with a 
maximum height of 9’-10” above the top of the historic parapet - are 
approved as submitted; 

2. The brick for the addition, corrugated metal for the back wall of the small 
canopy, and black powder-coat finish for the structure of both canopies are 
approved as proposed; and, 

3. Attachment details and cut-sheets for the sconces and attachment details for 
the handrails shall be submitted with the permit application. 


2. 2036 W. Thomas 

(Ukrainian Village District - 32"‘^ Ward) 


Proposal: Proposed replacement of damaged outer wythe of face brick on the front 

fa 9 ade with salvaged and new brick, and restoration of previously altered 



second floor masonry opening. 


Action: Approved unanimously with the following conditions: 

1. The exterior wythe of masonry at the front facade, much of which is 
structurally unsound and pitted, may be removed and replaced to match the 
historic design, masonry coursing, profiles and details of the facade. As 
proposed, the inner wythe and stone water table shall remain in place and 
all decorative masonry and other salvageable face brick shall be retained 
and reinstalled. Any new masonry, where necessary, shall match the 
historic masonry in size, color, texture, finish, and joint profile. A plan 
outlining the proposed process of documentation, removal and rebuilding 
of the masonry shall be submitted with the permit application. Masonry 
and mortar samples, details of existing and proposed joint widths, as well 
as a control mock-up on site, shall be reviewed and approved by Historic 
Preservation staff prior to permit approval; 

2. The arched masonry window opening at the second floor shall be 
reconstructed using the neighboring buildings as a model for detailing. The 
new windows shall be wood or clad-wood, and shall replicate the existing 
brick molds found on the first floor windows. Window details shall be 
submitted with the permit plans; 

3. The new front doors shall match size, configuration and profiles of existing 
front doors. Existing and proposed drawings shall be submitted with the 
permit plans; and, 

4. Reconstruction of the non-historic front stairs and canopy shall be subject 
to staff review and approval with the permit plans. In general, historic 
stairs within the district are wood with closed risers with metal pipe railings 
and newel posts. 

203 N. Wabash 

(Old Dearborn Bank Building - 42"‘^ Ward) 

Proposal: Proposed rehabilitation of office building into a hotel including exterior 

masonry repairs, window and storefront replacement, rooftop addition and 

other alterations. 

Action: Approved unanimously with the following conditions: 

Masonry Facade 

1. As proposed, replacement masonry, where required, shall match the size, 
color, profile, finish and texture of the historic masonry. Masonry repair 
and replacement details shall be included on the permit plans. Material 
samples shall be submitted for review and approval prior to order and 
installation; 

2. As proposed, the new fixed aluminum windows shall match typical historic 
double-hung wood windows in exterior profiles and dimensions. Window 
details and finish sample shall be submitted with the permit application; 



3. The terra cotta base of the building shall be cleaned with the gentlest means 
possible. Cleaning product specifications and material safety data sheets 
shall be submitted with the permit application. A test cleaning sample shall 
be reviewed and approved by Historic Preservation staff prior to any work; 

Storefronts 

4. The first floor storefront mullions shall incorporate a decorative cap more 
in keeping with the historic character of the building. Storefront details and 
finish samples shall be submitted for review and approval with the permit 
application; 

5. The main entrance exterior doors shall be revised to incorporate transom 
panel divisions as seen on the historic interior vestibule and decorative caps 
as recommended for the storefront mullions; 

Awnings, Canopy, Lighting Fixtures and Signage 

6. As proposed, awnings shall be canvas, triangular, open-ended with a free- 
hanging valance and shall be attached to the new storefronts rather than the 
historic terra cotta. Awning details and attachment details shall be 
submitted with the permit application; 

7. The canopy proposed above the main entry shall be located above the 
decorative terra cotta of the entry and below the decorative terra cotta sills 
of the 2nd floor windows. Canopy details and attachment details shall be 
submitted with the permit application; 

8. The cut-sheets, attachment details, and finish of the proposed first floor 
lighting sconces shall be included with the permit application; 

9. The proposed exterior architectural lighting of the facades shall be further 
studied to ensure that lighting fixtures shall not be attached to or damage 
historic decorative masonry and shall not be located to be visible from the 
public rights-of-way. Historic Preservation staff shall review final details, 
fixture cut-sheets and a site mock-up of the lighting scheme prior to permit 
approval; 

10. Any proposed signage shall be subject to Historic Preservation staff review 
and approval when available; 

Lobby 

11. As proposed, as much as possible of the original decorative mullions for 
the interior vestibule shall be retained and details of the reconstruction 
process shall be included with the permit application; 

12. Changes to the historic cigar stand and sprinkler and lighting installation 
details shall be included with the permit plans; 

Rooftop 

13. The rooftop additions for the 26*-floor terrace and the elevator override 
shall be no larger or taller than shown in the submitted drawings dated 
March 15, 2012; and, 

14. Metal cladding sample shall be reviewed and approved prior to permit 
approval. 



Permit Review Activity 

March, 2012 

Report to the Commission on Chicago 


Date rec'd 

Correc'd Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/1/2012 

2012-0269 

200 S. Michigan 

100429917 

Historic Michigan Bouievard 
District 

42 

3/1/2012 

2012-0270 

600 W. Chicago 

100430135 

Montgomery Ward 

27 

3/1/2012 

2012-0271 

135 S. LaSaiie 

100430092 

Fieid Buiiding 

42 

3/1/2012 

2012-0272 

1524 N. Astor 

100429433 

Astor Street District 

43 

3/1/2012 

2012-0273 

1048 N. Oakiey 

100430028 

Ukrainian Viiiage District 

1 

3/1/2012 

2012-0274 

1418 N. Miiwaukee 

100429977 

Miiwaukee Avenue District 

1 

3/2/2012 

2012-0275 

35 E. Wacker 

100429190 

Jeweiers Buiiding 

42 

3/2/2012 

2012-0276 

2215 S. Michigan 

100429270 

Motor Row District 

2 


Wednesday, April 04, 2012 


Total: 176 


Summary 

PRC Date Approval Conditions 

Approval 

Mechanicai 

Mechanicai: Decommission and demoiish 3-stop geared traction eievator. 

No other work permitted. 

3/1/2012 

Mechanicai 

Eiectricai oniy: Monthiy maintenance. No other work permitted. 

3/1/2012 

Mechanicai 

Mechanicai: Eiectricai aiterations to thte iower ievei concourse; 
eiectricai/security cabie infrastructure ONLY. No window repiacement or 
other work aiiowed. 

3/1/2012 

Exterior 

Exterior: Fagade work oniy- Limestone trim and window and door openings 
per Historic Preservation stamped pians dated 3/1/12. No structurai 
changes. 

3/1/2012 

Mechanicai 

Eiectricai oniy: Work to be finished from permit #100230370. No other work 
permitted. 

3/1/2012 

Misceiianeous 

Misceiianeous: Reinstate permit #100288825 to repiace rear porch. No 
other work permitted. 

3/1/2012 

Exterior 

Exterior fagade repair/repiacement/resetting of existing steei iinteis on 
upper tower (from 26th to 37th fioors) and repair/repiacement of terra cotta 
pieces in-kind as per Landmark stamped pians dated 03/02/12. 

Repiacement terra cotta and mortar sampies to be reviewed and approved 
by Historic Preservation staff prior to order and instaiiation. Means and 
methods of terra cotta work per ietter dated 02/28/12. NO WINDOW 
REPLACEMENT ALLOWED WITH THIS PERMIT. 

3/2/2012 

Sign 

Special events sign 125' x 20' on north (side) elevation from March 20th to 
29th, 2012. 

3/2/2012 
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Date rec'd Correc'd Rev # 


Address 


Ward 


3/1/2012 


2012-0277 5454 S. Shore Dr 


Permit # Landmark/District 

100430034 Shoreland Hotel 


5 


3/2/2012 

2012-0278 

1407 N. Milwaukee 

100430260 

Milwaukee Avenue District 

1 

3/1/2012 

2012-0279 

2600 N. Kedzie 

100426403 

Logan Square Boulevards District 

35 

3/2/2012 

2012-0280 

122 S. Michigan 

100428444 

Historic Michigan Boulevard 

District 

42 

3/2/2012 

2012-0281 

2234 N. Geneva 

100429649 

Mid-North District 

43 

3/2/2012 

2012-0282 

727 S. Dearborn 

100429676 

Printing House Row District 

2 

3/2/2012 

2012-0283 

520 S. Michigan 

100430225 

Historic Michigan Boulevard 

District 

42 

3/2/2012 

2012-0284 

1407 N. Milwaukee 

100430338 

Milwaukee Avenue District 

1 

2/27/2012 

3/2/2012 2012-0285 

2144 W. Walton 

100429150 

Ukrainian Village District 

Extension 

32 

3/6/2012 

2012-0286 

6 N. Michigan 

100424865 

Historic Michigan Boulevard 

District 

42 


Wednesday, April 04, 2012 


Summary PRC Date Approval Conditions Approval 

Exterior and Interior Renovation of existing 14 story building with 330 dwelling units and 3/1/2012 

construction of below grade parking garage (138 cars) per Landmarks 
stamped plans dated 2/17/2012. Historic porte cochere shall remain in 
place and be supported, braced, and protected during the demolition and 
construction per structural engineer's report and details. Repair details of 
the porte cochere shall be submitted to Historic Preservation staff prior to 
any repair work to the structure. Brick samples shall be submitted to 
Historic Preservation staff for review and approval prior to any order and 
installation. Material samples of any replacement marble, tile, brick, terra 
cotta, etc., (should they be required to replace historic materials) shall be 
reviewed and approved by Historic Preservation staff prior to order and 
installation. Exterior lighting (fixture FX5) is approved in concept only; final 
approval of the lighting shall be based on a site mock up and ficture cut 
sheets to be reviewed and approved by Historic Preservation staff (note: 
lighting fixtures and conduit shall not be visible from the grade). Cut sheet 
of fixture FX10 shall be provided prior to installation. No signage is 
approved with this permit. The owner shall deliver a copy of the 
approved/stamped permit plans to Historic Preservation Division for our 
records upon permit approval. 


Mechanical Electrical work for interior tenant remodel 3/2/2012 

Interior Interior work only: Replace lobby ramp with handicapped lift per Historic 3/2/2012 

Preservation stamped plans dated 3/2/12. Remove one door between lobby 
and vestibule and add three automatic ADA compliant door openers. 


Interior office rehabilitation on 15th floor per Landmarks stamped plans 3/2/2012 

dated 2/8/12. No window replacement or other exterior work to occur with 
this approval. 

Exterior and Interior Exterior and Interior: Convert basement into a dwelling unit and convert 3/2/2012 

single family dwelling into 2 dwelling units as per Landmarks stamped 
plans dated 02 March 2012. New basement windows to be install on side 
elevations at rear. No other window replacemen or work allowed. 


Exterior 

Exterior: Roof deck construction as per Landmarks stamped plans dated 02 
March 2012. No window replacement or other work allowed. 

3/2/2012 

Mechanical 

Mechanical: Monthly maintenance ONLY. No other work allowed. 

3/2/2012 

Interior 

Interior: Interior tenant buildout as per Landmarks stamped plans dated 02 
March 2012. No window/storefront replacement allowed. 

3/2/2012 

Exterior 

Exterior: Install one outdoor chair lift at front entry as per manufacturer's 
specifications. No window replacement or other work allowed. 

3/2/2012 

Interior 

Interior alterations to existing 1st floor common area - new partitions for 
inactive storage - per Landmarks stamped plans dated 3/6/12. No exterior 
work to occur with this approval. 

3/6/2012 
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Date rec'd 

Correc'd Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/6/2012 

2012-0287 

200 S. Michigan 

100428510 

Historic Michigan Bouievard 
District 

42 

3/6/2012 

2012-0288 

400 N. Michigan 

100430453 

Wrigiey Buiiding 

42 

3/6/2012 

2012-0289 

141 W. Jackson 

100430435 

Chicago Board of Trade Buiiding 

2 

3/6/2012 

2012-0290 

11208 S. St. Lawrence 

100428060 

Puiiman 

9 

3/6/2012 

2012-0291 

2551 N. Ciark 

100430229 

North Chicago Hospitai Buiiding 

43 

3/6/2012 

2012-0292 

1014-1016 S. Michigan 

100426377 

Historic Michigan Bouievard 
District 

2 


3/6/2012 

2012-0293 

1930 N. Humboidt 

100423068 

LoGANgan Square Bouievards 

District 

35 

3/6/2012 

2012-0294 

222 S. Canai 

100430393 

Union Station 

2 

3/6/2012 

2012-0295 

837 W. Armitage 

100427710 

Armitage-Haisted District 

43 

3/6/2012 

2012-0296 

837 W. Armitage 

100427712 

Armitage-Haisted District 

43 

3/6/2012 

2012-0297 

837 W. Armitage 

100427711 

Armitage-Haisted District 

43 

3/7/2012 

2012-0298 

4150 S. Haisted 

100430131 

Stockyards Nationai Bank Buiiding 

11 


Wednesday, April 04, 2012 


Summary 

PRC Date Approval Conditions 

Approval 

interior 

interior, non-ioad bearing bathroom renovations on 21st fioor per 

Landmarks stamped pians dated 3/6/12. No exterior work to occur with this 
approvai. 

3/6/2012 

Mechanicai 

Eiectricai monthiy maintenance for February 2012. No other work to occur 
with this approvai. 

3/6/2012 

Mechanicai 

Eiectricai monthiy maintenance for February 2012. No other work to occur 
with this approvai. 

3/6/2012 

Mechanicai 

Eiectricai work: repiace eiectricai wire, circuit and instaii GFi - interior 
work oniy 

3/6/2012 

Mechanicai 

Eiectricai work: instaii additionai outiets on existing iines - interior work 
oniy. 

3/6/2012 

Exterior 

Exterior fagade repairs to existing 4-story buiiding as per Landmark 
stamped pians dated 03/06/12. BRiCK AND TERRA COTTA UNiTS TO 

BE SALVAGED AND REiNSTALLED AS MUCH AS POSSiBLE. NEW 
BRiCK, TERRA COTTA, GFRC, MORTAR AND SEALANT SAMPLES 

TO BE REViEWED AND APPROVED BY HiSTORiC PRESERVATiON 
STAFF PRiOR TO ORDER AND iNSTALLATiON. CONTACT CINDY 

AT 312-744-3038 FOR SAMPLE REVIEWS. 

3/6/2012 

Exterior 

Exterior: Replace seven existing open wood porches and sides and rear of 
a mid-block property per Historic preservation stamped plans dated 3/6/12. 

No window replacement or other work permitted. 

3/6/2012 

Mechanicai 

Electrical only: Installation of low voltage cables for telephones in 6 
locations. 

3/6/2012 

Sign 

New blade sign 5' x 2' for "American Apparel" with painted metal cabinet 
and illuminated lettering only as per Landmark stamped plans dated 

03/06/12. New sign to reuse existing projecting hardware as per plans. 

3/6/2012 

Sign 

Non-illuminated acrylic lettering on storefront glass for "American 

Apparel" 11" x 8' as per Landmark stamped plans dated 03/06/12. 

3/6/2012 

Sign 

Non-illuminated acrylic lettering on storefront glass for "American 

Apparel" 11" x 8' as per Landmark stamped plans dated 03/06/12. 

3/6/2012 

Exterior 

Exterior: Existing slate roofing to be replaced with new architectural 
shingle roofing. Repiace flat roofing with new. Replace deteriorated 
sheathing as needed, replace missing downspout sections as needed, and 
miscellenaeous repairs as needed per scope of work dated 02/22/12. New 
architectural shingle roofing to be Heritage 50/30 Thunderstorm Grey 
color. NO WINDOW REPLACEMENT ALLOWED WITH THIS PERMIT. 

3/7/2012 
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Date rec'd 

Correc'd Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/7/20 f 2 

20f 2-0299 

6204 S. Green 

f00430f34 

Historic Chicago Firehouse 

f6 


3/7/20 f 2 

20f 2-0300 

f 40 S. Dearborn 

f00428858 

Marquette Building 

42 

3/7/20 f 2 

20f2-030f 

f 04 S. Michigan 

f00428544 

Historic Michigan Boulevard 

District 

42 

3/7/20 f 2 

20f 2-0302 

f 40 S. Dearborn 

f0042677f 

Marquette Building 

42 

3/7/20 f 2 

20f 2-0303 

300 W. Adams 

f00429f22 

300 W. Adams St. Office Bidg 

2 

3/7/20 f 2 

20f 2-0304 

428 W. Arlington 

f00430839 

Arlington and Roslyn Piace 

District 

43 

3/7/20 f 2 

20f 2-0305 

200 S. Michigan 

f00430856 

Historic Michigan Bouievard 

District 

42 

3/7/20 f 2 

20f 2-0306 

780 S. Federal 

f0042933f 

Printing House Row District 

2 

3/8/20 f 2 

20f 2-0307 

2430 N. Orchard 

f00429725 

Arlington-Deming District 

43 


3/8/20 f 2 

20f 2-0308 

209 S. LaSalle 

f00422323 

Rookery Building 

42 

3/8/20 f 2 

20f 2-0309 

59 E. Van Buren 

f00430865 

Historic Michigan Bouievard 

District 

42 


Wednesday, April 04, 2012 


Summary PRC Date 

Exterior 


Interior 

Interior 

Interior 

Interior 

Interior 

Miscellaneous 

Interior 

Exterior and Interior 


Mechanical 

Mechanical 


Approval Conditions 

Exterior: Existing slate roofing to be replaced with new architectural 
shingle roofing. Replace flat roofing with new. Replace deteriorated 
sheathing as needed, replace missing downspout sections as needed, and 
miscellenaeous repairs as needed per scope of work dated 02/22/f 2. New 
architectural shingle roofing to be Heritage 50/30 Thunderstorm Grey 
color. NO WINDOW REPLACEMENT ALLOWED WITH THIS PERMIT. 


Interiors only: Interior alteratisons to existing 3rd floor office space as per 
Historic Preservation stamped plans dated 3/7/f 2. No exterior work 
permitted. 

Interior work only: revision to permit f 00232944 to eliminate tenant floor 
elevator lobbies on floors 8,9,f 4,f 5, and f 6 as per Landmark stamped plans 
dated 03/07/f 2. NO WORK TO EXTERIOR FACADES, ROOFS, OR 
WINDOWS ALLOWED WITH THIS PERMIT. 


Interior work only to existing 3rd floor tenant space as per Landmark 
stamped plans dated 03/07/f 2. NO CHANGE TO CEILING TILES, 
EXTERIOR FACADES, OR WINDOWS. 

Interiors only: Interior alterations to existing office suite 600 per Historic 
Preservation stamped plans dated 3/7/f 2. No window replacement or 
exterior work permitted. 

interior work oniy to repiace drywaii, cabinets, and non-structurai work - 
same as existing. NO CHANGE TO EXTERiOR FACADES, WiNDOWS, 

OR ROOFS ALLOWED WiTH THiS PERMIT. 

Change in generai contractor for permit #f 00420337 

Interior alterations to ground-floor office as per Landmark stamped plans 
dated 03/07/f 2. NO EXTERIOR WORK, NO CHANGE TO 
STOREFRONTS/WINDOWS, AND NO STRUCTURAL WORK TO BE 
DONE UNDER THIS PERMIT. 

Interior and exterior: Repair and alteration to previous existing rear 
addition. Removal of basement finishes, interior remodel of portions of f st 
and 2nd floors including the kitchen and all bathrooms. Reapir of existing 
front stair between 2nd and 3rd fioors. Repiacement of rear stair from 
basement to 2nd fioor. Removal fo existing rear stair from 2nd to 3rd fioor. 
installation of compiete fire sprinkier system for entire house. Erect new 
open bridge to a proposed rear detached masonry garage with roof deck. 

All work permit Historic Preservation stamped plans dated 3/8/f 2. No 
window replacement or changes to front fagade permitted with this approval. 


Monthly maintenance for December ONLY. No other work allowed with this 
permit. 

Mechanicai: Repair (4) fiood damaged eievators pursuance to scope of 
work submitted. 


Approval 

3/7/20 f 2 

3/7/20 f 2 

3/7/20 f 2 

3/7/20 f 2 

3/7/20 f 2 

3/7/20 f 2 

3/7/20 f 2 
3/7/20 f 2 

3/8/20 f 2 

3/8/20 f 2 
3/8/20 f 2 
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Date rec 'd 

Correc'd Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/8/2012 

2012-0310 

209 S. LaSalle 

100422322 

Rookery Building 

42 

3/8/2012 

2012-0311 

600 E. Grand 

12168 

Navy Pier 

42 

3/8/2012 

2012-0312 

209 S. LaSalle 

100422321 

Rookery Building 

42 

3/8/2012 

2012-0313 

209 S. LaSalle 

100422320 

Rookery Building 

42 

3/8/2012 

2012-0314 

209 S. LaSalle 

100422319 

Rookery Building 

42 

3/8/2012 

2012-0315 

209 S. LaSalle 

100422317 

Rookery Building 

42 

3/8/2012 

2012-0316 

210 S. Canal 

100422316 

Union Station 

2 

3/8/2012 

2012-0317 

210 S. Canal 

100422315 

Union Station 

2 

3/8/2012 

2012-0318 

210 S. Canal 

100422314 

Union Station 

2 

3/8/2012 

2012-0319 

210 S. Canal 

100422313 

Union Station 

2 

3/8/2012 

2012-0320 

210 S. Canal 

100422312 

Union Station 

2 

3/8/2012 

2012-0321 

210 S. Canal 

100422311 

Union Station 

2 

3/8/2012 

2012-0322 

24 W. Randolph 

100422309 

Oliver Building 

42 

3/8/2012 

2012-0323 

24 W. Randolph 

100422308 

Oliver Building 

42 

3/8/2012 

2012-0324 

24 W. Randolph 

100422307 

Oliver Building 

42 

3/8/2012 

2012-0325 

24 W. Randolph 

100422305 

Oliver Building 

42 

3/8/2012 

2012-0326 

24 W. Randolph 

100422304 

Oliver Building 

42 

2/29/2012 

3/7/2012 2012-0327 

209 E. Lake Shore Dr. 

100429027 

East Lake Shore Drive District 

42 


Wednesday, April 04, 2012 


Summary 

PRC Date 

Approval Conditions 

Approval 

Mechanical 


Mechanical: General maintenance for November ONLY. No other work 
allowed 

3/8/2012 

Miscellaneous 


Miscellaneous: Annual permit for two riding devices (Use Permit). 

3/8/2012 

Mechanical 


Mechanical: General maintenance for October ONLY. No other work 
allowed with this permit. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for September ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for August ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for July ONLY. No other work allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for December ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for November ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 

11/4/2010 

Mechanical: General maintenance for October ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for September ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for August ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for July ONLY. No other work allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for December ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for November ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for October ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for September ONLY. No other work 
allowed. 

3/8/2012 

Mechanical 


Mechanical: General maintenance for August ONLY. No other work 
allowed. 

3/8/2012 

Exterior and Interior 

Exterior and Interior work to renovate unit 2W as per Landmark stamped 
plans dated 03/07/12. Exterior work to street fagade limited to window 
replacement with new wood windows to match the existing In configuration 
and exterior profiles as per plans. NO WORK TO MASONRY OR ROOF 

ON STREET FAQADE ALLOWED WITH THIS PERMIT. 

3/7/2012 
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Date rec 'd 

Correc'd 

/?ev # 

Address 

Permit # 

Landmark/District 

Ward 

3/8/2012 


2012-0328 

520 N. Michigan 

100427837 

McGraw-Hiii Buiiding 

42 

9/23/2011 

3/7/2011 

2012-0329 

1150 N. Dearborn 

100411701 

Washington Square District 
Extension 

42 

3/9/2012 


2012-0330 

203 N. Wabash 

100428004 

Oid Dearborn Bank Buiiding 

42 

3/9/2012 


2012-0331 

24 W. Randoiph 

100422303 

Oiiver Buiiding 

42 

3/9/2012 


2012-0332 

230 N. Michigan 

100422302 

Carbide & Carbon Buiiding 

42 

3/9/2012 


2012-0333 

230 N. Michigan 

100422301 

Carbide & Carbon Buiiding 

42 

3/9/2012 


2012-0334 

230 N. Michigan 

100422300 

Carbide & Carbon Buiiding 

42 

3/9/2012 


2012-0335 

230 N. Michigan 

100422299 

Carbide & Carbon Buiiding 

42 

3/9/2012 


2012-0336 

230 N. Michigan 

100422298 

Carbide & Carbon Buiiding 

42 

3/9/2012 


2012-0337 

230 N. Michigan 

100422297 

Carbide & Carbon Buiiding 

0 

3/9/2012 


2012-0338 

1301 N. State 

100422296 

Astor Street District 

42 

3/9/2012 


2012-0339 

1301 N. State 

100422295 

Astor Street District 

42 

3/9/2012 


2012-0340 

1301 N. State 

100422294 

Astor Street District 

42 

3/9/2012 


2012-0341 

1301 N. State 

100422292 

Astor Street District 

42 

3/9/2012 


2012-0342 

209 S. LaSaiie 

100430540 

Rookery Buiiding 

42 

3/9/2012 


2012-0343 

209 S. LaSaiie 

100430538 

Rookery Buiiding 

42 

3/9/2012 


2012-0344 

209 S. LaSaiie 

100430537 

Rookery Buiiding 

42 

3/9/2012 


2012-0345 

210 S. Canai 

100430536 

Union Station 

2 

3/9/2012 


2012-0346 

210 S. Canai 

100430535 

Union Station 

2 


Wednesday, April 04, 2012 


Summary 

PRC Date Approval Conditions 

Approval 

interior 

interiors oniy: Aiterations to existing retain space per Historic Preservation 
stamped pians dated 3/8/12. No other work permitted. 

3/8/2012 

Exterior 

Exterior: instaii one verticai piatform iift in iocation on Landmarks approved 
permit 100092989 dated 06/07/06. No other work aiiowed. 

3/8/2012 

interior 

Modei room mock-up on 19th fioor for 2 hotei rooms, no occupancy, existing 
office buiiding, per Landmarks stamped pians dated 3/9/12. No window 
repiacement or other exterior or interior work to occur with this approvai. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for Juiy ONLY. No other work aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for December ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for November ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for November ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for October ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for August ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for Juiy ONLY. No other work aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for December 2011 ONLY. No other 
work aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for November 2011 ONLY. No other 
work aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for October 2011 ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for Septemeber 2011 ONLY. No other 
work aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for March 2012 ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for February 2012 ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for January 2012 ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for March 2012 ONLY. No other work 
aiiowed. 

3/9/2012 

Mechanicai 

Mechanicai: Generai maintenance for February 2012 ONLY. No other work 
aiiowed. 

3/9/2012 
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Date rec 'd 

3/9/2012 

Correc'd Rev # 

2012-0347 

Address 

210 S. Canal 

Permit # 

100430534 

Landmark/District 

Union Station 

Ward 

2 

3/9/2012 

2012-0348 

24 W. Randolph 

100430532 

Oliver Building 

42 

3/9/2012 

2012-0349 

24 W. Randolph 

100430530 

Oliver Building 

42 

3/9/2012 

2012-0350 

24 W. Randolph 

100430529 

Oliver Building 

42 

3/9/2012 

2012-0351 

230 N. Michigan 

100430528 

Carbide & Carbon Building 

42 

3/9/2012 

2012-0352 

230 N. Michigan 

100430527 

Carbide & Carbon Building 

42 

3/9/2012 

2012-0353 

230 N. Michigan 

100430526 

Carbide & Carbon Building 

42 

3/9/2012 

2012-0354 

525 S. Dearborn 

100429451 

Printing House Row District 

2 

3/9/2012 

2012-0355 

2120 N. BIssell 

100431125 

BIssell Street District 

43 

3/9/2012 

2012-0356 

72 E. Adams 

100428566 

Peoples Gas-S. Chicago Building 

42 

3/12/2012 

2012-0357 

4811 S. KImbark 

100421960 

Kenwood District 

4 

3/12/2012 

2012-0358 

1515 N. Astor 

100427599 

Astor Street District 

43 

3/12/2012 

2012-0359 

3756 N. Harding 

100428844 

Villa District 

30 


3/12/2012 

2012-0360 

568 W. Hawthorne 

100428889 

Hawthorne Place District 

44 

3/12/2012 

2012-0361 

3004 W.Logan 

100430580 

Logan Square Boulevards District 

35 


Wednesday, April 04, 2012 


Summary 

PRC Date Approval Conditions 

Approval 

Mechanical 

Mechanical: General maintenance for January 2012 ONLY. No other work 
allowed. 

3/9/2012 

Mechanical 

Mechanical: General maintenance for March 2012 ONLY. No other work 
allowed. 

3/9/2012 

Mechanical 

Mechanical: General maintenance for February 2012 ONLY. No other work 
allowed. 

3/9/2012 

Mechanical 

Mechanical: General maintenance for January 2012 ONLY. No other work 
allowed. 

3/9/2012 

Mechanical 

Mechanical: General maintenance for March 2012 ONLY. No other work 
allowed. 

3/9/2012 

Mechanical 

Mechanical: General maintenance for February 2012 ONLY. No other work 
allowed. 

3/9/2012 

Mechanical 

Mechanical: General maintenance for January 2012 ONLY. No other work 
allowed. 

3/9/2012 

Interior 

Interior: Installation of bar In existing restaurant as per Landmarks stamped 
plans dated 03/09/2012. no window/storefront replacement allowed. 

3/9/2012 

Exterior 

Exterior: Install 14 soloar panels at rear of building as per Landmarks 
stamped plans dated 09 March 2012. Solar panels to be behind existing 
parapet. No window replacement or other work allowed. 

3/9/2012 

Interior 

Interior: Interior alterations to mercantile space as per Landmarks stamped 
plans dated 09 March 2012. No window/storefront replacement. 

3/9/2012 

Exterior 

Exterior: New front porch as per Landmarks stamped plans dated 12 March 
2012. No other work allowed 

3/12/2012 

Mechanical 

Electrical work: Install 2 fixture openings, 1 outlet, 2 can lights In a 
bathroom for unit #18A. 

3/12/2012 

Exterior 

Remove existing non-original front deck and Install new front porch with 
roof to match historic porch as per Landmark stamped plans dated 03/12/12. 

Non-hlstoric faux-stone facing to be removed, new stucco and window 
openings to be Installed to match historic fagade as per plans. New 
windows to be wood with beveled glass. New storm entry door and storm 
windows. 

3/12/2012 

Interior 

Interior alterations to kitchen and bathroom as per Landmark stamped plans 
dated 03/12/12. Exterior work limited to one window replacement on rear 
fagade only. 

3/12/2012 

Mechanical 

Install new electrical service for rear garage 

3/12/2012 
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Date rec 'd 

Correc'd Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/12/2012 

2012-0362 

4058 S. Lake Park 

100427454 

Oakiand District 

4 


3/12/2012 

2012-0363 

35 E. Wacker 

100427390 

35 E. Wacker Building 

42 

3/12/2012 

2012-0364 

35 E. Wacker 

100427389 

35 E. Wacker Building 

42 

3/12/2012 

2012-0365 

209 S. LaSaiie 

100427354 

Rookery Building 

42 

3/13/2012 

2012-0366 

2545 W. Diversey 

100431264 

Vassar-Swiss Underwear 

Company Building 

1 

3/13/2012 

2012-0367 

35 E. Wacker 

100431461 

35 E. Wacker Building 

42 

3/13/2012 

2012-0368 

4122 S. Lake Park 

100431411 

Oakland District 

4 

3/14/2012 

2012-0369 

350 E. Cermak 

100430378 

R.R. Donneiley Plant 

2 

3/14/2012 

2012-0370 

350 E. Cermak 

100431616 

R.R. Donnelley Plant 

2 

3/13/2012 

2012-0371 

626 N. Michigan 

100431320 

Women's Athletic Club Building 

42 

3/14/2012 

2012-0372 

20 N. Wacker 

100429844 

Civic Opera House 

42 

3/14/2012 

2012-0373 

2523 N. Kedzie 

100430560 

Logan Square Bouievards District 

35 


Wednesday, April 04, 2012 


Summary PRC Date 
Exterior and Interior 

Sign 

Sign 

Exterior 

Mechanical 

Mechanical 

Mechanical 

Mechanical 

Interior 

Mechanical 

Interior 

Exterior and Interior 


Approval Conditions 

Same approval conditions as per Review #2012-0266: Exterior and interior 
work as per Landmark stamped plans dated 02/29/12. Work to include new 
front stair, new front door, new ciad-wood windows, and a new detached 
masonry garage clad in face brick at rear of property as per plans. Existing 
original door and window decorative trim surrounds to be retained. Some 
bricks will be reset, new mortar to match historic mortar in joint width, type, 
profile, and color. NO SANDBLASTING OR CHEMICAL CLEANING 
ALLOWED. 

One non-illuminated projecting sign 2'-6'' x 2'-6'' for "7 Eleven" as per 
Landmark stamped plans dated 03/12/12. Attachments limited to within 
recessed stone reveals as per plans. 

One non-illuminated projecting sign 2'-6'' x 2'-6'' for ''Starbucks” as per 
Landmark stamped plans dated 03/12/12. Attachments limited to within 
recessed stone reveals as per plans. 

Installation of OSHA approved fall arrest system to be installed at roof as 
per Landmark stamped plans dated 03/12/12. Work to include installing new 
1 '-6''-tall davits, new anchors to inside face of parapets and 4 new safety 
handrails (at roof area facing alley) as per plans. 


Mechanical: Installation of one 750 lb capacity vertical wheelchair lift 
located adjacent to the stairwell in the Green Exchange, per building permit 
#100222997. No other work permitted. 

Electrical only: Installation of data cabling. No other work permitted. 
Electrical only: New 200 amp service, one meter. No other work permitted. 

Electrical work: rework leak sensor cable to cover expansion, add 9 ceiling 
and 9 subfloor heat sensor to existing preaction system to cover expansion 
wire new preaction valve on 6th floor - interior electrical work only. 


Interior only: Replace existing condensate pump in basment with new. 
Same location. No other work permitted. 

Mechanical: Install fixtures in existing boxes and supply new interior feed. 
No work to outside. 

Interior renovation of existing office space in suite 3300 as per Landmark 
stamped plans dated 03/14/12. New ceiling plane will not be lower than 
window heads as per plans and no change to existing windows allowed with 
this permit. 

Tenant buildout of bookstore with new restroom, electricai, and piumbing 
work as per Landmark stamped plans dated 03/14/12. Exterior work along 
Kedzie limited to one new storefront and new glazing in adjacent storefront 
with mullions and glass type, finish, and color to match existing. ANY NEW 
SiGNAGE TO BE PERMiTTED SEPARATELY. 


Approval 

3/12/2012 

3/12/2012 

3/12/2012 

3/12/2012 

3/13/2012 

3/13/2012 

3/13/2012 

3/14/2012 

3/14/2012 

3/13/2012 

3/14/2012 

3/14/2012 
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Date rec 'd 

Correc'd Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/15/2012 

2012-0374 

1401 N. Astor 

100430960 

Astor Street District 

42 

3/15/2012 

2012-0375 

2 N. Michigan 

100421042 

Historic Michigan Bouievard 
District 

42 

3/15/2012 

2012-0376 

35 S. State 

100431720 

Carson Pirie Scott Buiiding 

42 

3/15/2012 

2012-0377 

3821 N. Aita Vista 

100431858 

Aita Vista Terrace District 

44 

3/15/2012 

2012-0378 

800 N. Michigan 

100431300 

Chicago Water Tower District 

42 

3/15/2012 

2012-0379 

2046 N. Orieans 

100431909 

Mid-North District 

43 

3/15/2012 

2012-0380 

2043 W. Pierce 

100431910 

Wicker Park District 

1 

3/15/2012 

2012-0381 

1515 N. Astor 

100431939 

Astor Street District 

42 

3/14/2012 

2012-0382 

4938 S. Drexei 

100430464 

McGiii House 

4 

3/15/2012 

2012-0383 

1430 N. Astor 

100431501 

Astor Street District 

43 

3/16/2012 

2012-0384 

2223 S. Wabash 

100432004 

Motor Row District 

2 

3/16/2012 

2012-0385 

435 N. Michigan 

100431765 

Tribune Tower 

42 

3/16/2012 

2012-0386 

200 S. Michigan 

100432031 

Historic Michigan Bouievard 
District 

42 

3/16/2012 

2012-0387 

1519 W. Warren 

100430981 

Union Park Hotei 

27 

3/16/2012 

2012-0388 

325 N. LaSaiie 

100432037 

Reid, Murdoch & Co. Buiiding 

42 


Wednesday, April 04, 2012 


Summary 

PRC Date Approval Conditions 

Approval 

Mechanicai 

Mechanicai: instaii iow voitage aiarm system ONLY. No other work aiiowed 
with this permit. 

3/15/2012 

Mechanicai 

Mechanicai; instaii CCTV system ONLY. No window repiacement or other 
work aiiowed. 

3/15/2012 

Mechanicai 

Mechanicai; instaii cabie oniy for speakers, aiarm system, and CCTV. 
instaii voice and data cabie ONLY. No window repiacement or other work 
aiiowed. 

3/15/2012 

Exterior 

Exterior: Repair siate roof ONLY. No window repiacement or other work 
aiiowed. 

3/15/2012 

Mechanicai 

Mechanicai: Work in apt. 4901 - reiocate outiets and instaii new outiets in 
the reiocated waiis - using existing circuits ONLY. No window 
repieacement or other work aiiowed. 

3/15/2012 

Exterior 

Exteiror: Rear off and repiace fiat roof. No structurai changed permitted. 

3/15/2012 

Exterior 

Exterior: Tuckpoint chimney, repiace 8 iinteis under 6 ft. Tuckpoint bricks, 
repairs to porch hardware upgrade. Aii work on secondary eievations oniy. 
New mortar to match historic coior, type, texture and joint profiie. Any new 
bricks to match existing size, coior and appearance. No window 
repiacement or other work permitted. 

3/15/2012 

interior 

interior: Remove and repiace existing faucet, toiiet, and bathtub. Repiace a 
section of drywaii around tub with cement board ONLY. No window 
repiacement or other work aiiowed. 

3/15/2012 

Exterior 

Repiace metai deck on rear buiiding with new deck - same piace, size, and 
iocation as per Landmark stamped pians dated 03/15/12. NO CHANGE TO 
ORiGiNAL MCGiLL HOUSE FACADES ALLOWED WiTH THiS 

PERMiT. 

3/15/2012 

Mechanicai 

interior eiectricai work oniy in unit 9C. No other work to occur with this 
approvai. 

3/15/2012 

Mechanicai 

Eiectricai oniy: Temporary generators for food trucks. No other work. 

3/16/2012 

Exterior 

Exterior: Aii eievations, repair/repiace 75 iimestone patches, repair/repiace 
500 iinear ft. seaiant oniy. Limestone patches to match coior, texture, 
profiie and appearance of existing iimestone. No other work permitted with 
this approvai. 

3/16/2012 

Mechanicai 

Eiectricai oniy: Voice and data cabiing. 

3/16/2012 

Mechanicai 

interiors: Revision to permit #100405640 per Historic Preservation 
stamped pians dated 3/16/12. Work inciudes structurai revisions, water 
service reiocation, mechanicai and eiectricai revision. No new exterior 
work permitted. 

3/16/2012 

Mechanicai 

Eiectricai monthiy maintenance for March, 2012. No other work to occur 
with this approvai. 

3/16/2012 
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Date rec 'd 

3/16/2012 

Correc'd Rev # 

2012-0389 

Address 

2910 N. Pine Grove 

Permit # 

100432024 

Landmark/District 

Surf-Pine Grove District 

Ward 

44 

3/16/2012 

2012-0390 

2051 W. Evergreen 

100427506 

Wicker Park District 

1 


3/19/2012 

2012-0391 

600 E. Grand 

100432187 

Navy Pier 

42 

3/19/2012 

2012-0392 

3344 S. Giles 

100432188 

Calumet-Giles-Prairie District 

2 

3/19/2012 

2012-0393 

55 E. Scott 

100432236 

Aster Street District 

42 

3/19/2012 

2012-0394 

10756 S. Champlain 

100430651 

Pullman District 

9 

3/19/2012 

2012-0395 

600 E. Grand 

100432105 

Navy Pier 

42 

3/19/2012 

2012-0396 

6710 S. Euciid 

100432256 

Jackson Park Highiands District 

5 

3/19/2012 

2012-0397 

600 E. Grand 

100432309 

Navy Pier 

42 

3/19/2012 

2012-0398 

800 S. Michigan 

100431351 

Historic Michigan Boulevard 

District 

2 

3/19/2012 

2012-0399 

500 W. Cermak 

100431093 

Cermak Road Bridge District 

25 

3/20/2012 

2012-0400 

636 S. Michigan 

100432400 

Blackstone Hotel 

2 

3/20/2012 

2012-0401 

135 S. LaSalle 

100432415 

Field Building 

42 

3/20/2012 

2012-0402 

55 E.Jackson 

100432451 

Continental Center 

0 


Wednesday, April 04, 2012 


Summary PRC Date 
Exterior 

Exterior and interior 


Mechanical 

Exterior 

Miscellaneous 

Exterior 

Mechanical 

Mechanical 

Mechanical 

Exterior 

Exterior 

Mechanical 

Mechanical 

Mechanical 


Approval Conditions 

Spot tuckpointing and repiacement of approx. 150 SF of bricks on south 
eievation. Replacement brick to match existing in size, color, finish and 
texture. Pointing mortar to match original in type, color and joint profile. 

No repair/replacement of any decorative stonework to occur with this 
approval. 

Revision to permit #100424066 to address audit corrections. Same 
approval conditions as Review #2012-0063: Exterior work includes: repair 
and restoration of windows and doors on front fagade, new wood double- 
hung windows for basement, brick mold to be repaired, new stone front 
stair with double-pipe railing, new rear addition and rear detached masonry 
garage off alley as per Landmark stamped plans dated 01/20/12. Existing 
stone to be cleaned with hot water only, max. psi to be 400. 


Electrical only: Install power for lighting. 

Masonry work - rebuild approx. 160 SF of masonry wall on west half of north 
elevation to match existing. Any repiacement brick to match existing in 
size, coior, texture and finish. No work to the front fagade of the buiiding. 


Misceiianeous: Change GC to statstone and plumber to JD Rusu fo 
rpermit 100389599 ONLY. No work allowed. 

Exterior: Replace 4 front fagade windows with new aluminum-clad wood 
windows with 7/8" SDL muntin in a 4 over 2 pattern, per Flistoric 
Preservation stamped window proposal dated 3/19/12. No other work 
permitted. 

Mechanicai: Temporoary iight and power for the Discovery Show at Navy 
Pier ONLY. No other work allowed. 

Electrical only: Change out receptacles, switches, instail exhaust fan and 
change 100 amp fuse box to 100 amp 30 slot circuit breaker panei. No 
other work permitted. 

Mechanicai: Temporary lighting for the Cheer-iiberty Show at Navy Pier 
ONLY. No other work allowed. 

Install 4 new antennas with related electrical equipment on an existing 
rooftop wireless communications site for the OEMC G8 LTE project per 
Landmarks stamped plans dated 3/19/2012. No other work to occur with this 
approvai. 

Install 4 antennas with related electrical equipment on an existing rooftop 
wireiess communications site for the OEMC G8 LTE project per 
Landmarks stamped plans dated 3/19/2012. No other work to occur with this 
approvai. 

Electrical only: Monthly maintenance. No other work. 

Electrical low voltage work to install access control system for Bank of 
America 

Electrical only: Non-required fire alarm installations. 


Approval 

3/16/2012 

3/16/2012 


3/19/2012 

3/19/2012 

3/19/2012 

3/19/2012 

3/19/2012 

3/29/2012 

3/19/2012 

3/19/2012 

3/19/2012 

3/20/2012 

3/20/2012 

3/20/2012 
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Date rec 'd 

Correc'd 

Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/21/2012 


2012-0403 

120 E. Erie 

100430600 

Farwell Buiiding 

42 

3/21/2012 


2012-0404 

600 E. Grand 

100432554 

Navy Pier 

42 

2/24/2012 

3/21/2012 

2012-0405 

3427 S. Prairie 

100426828 

Caiumet-Giies-Prairie District 

2 


3/22/2012 

2012-0406 

1302 N. Ritchie 

100432617 

Astor Street District 

43 

3/22/2012 

2012-0407 

5700 S. Lake Shore 

12247 

Museum of Science & Industry 

5 

3/22/2012 

2012-0408 

2543 N. Caiifornia 

100427271 

Logan Square Boulevards District 

35 

3/22/2012 

2012-0409 

2543 N. California 

100432314 

Logan Square Boulevards District 

35 

3/22/2012 

2012-0410 

200 S. Michigan 

100432699 

Historic Michigan Boulevard 

District 

42 

3/22/2012 

2012-0411 

122 S. Michigan 

100432289 

Historic Michigan Boulevard 

District 

42 

3/21/2012 

2012-0412 

81 E. Van Buren 

100432383 

Historic Michigan Boulevard 

District 

2 

3/23/2012 

2012-0413 

2551 N. Clark 

100432148 

North Chicago Hospital Buiiding 

43 

3/23/2012 

2012-0414 

2129 W. Potomac 

100413593 

Wicker Park District 

32 


Summary 

PRC Date 

Approval Conditions 

Approval 

Interior 


Interior: Interior alterations for non-interconnectiong guardrail at floors 3,4, 
and 5 ONLY. No other work allowed. 

3/21/2012 

Mechanical 


Electrical only: Install feeders and branch circuifs for lighting and sound 
for discovery event in Lake View Terrace. No other work permitted. 

3/21/2012 

Exterior and Interior 

Interior and exterior: Deconvert from 2 dwelling units to single family 
residence and remodel per Historic Preservation stamped plans dated 

3/21/12. Replace porch, same location. New aluminum-clad wood windows 
with brick molds to be installed on the front fapade. Existing stone front 
stairs to be reconstructed with new railings and landing. Brick infill under 
the front stairs to match color, texture, joint profile and appearance of 
cleaned sample of existing face brick. No other work permitted. 

3/21/2012 

Mechanical 


Mechanical: Remove an existing elevator and install new 5-stop, 750 lb. 
capacity, 30 fpm reisdence passenger elevator. 

3/22/2012 

Mechanical 


Mechanical: Motion simulator ride installation. No other work permitted. 

3/22/2012 

Interior 


Interiors only: Interior renovation of existing coffee shop, to include minor 
electrical, mechanical and plumbing work for coffee equipment and fixtures; 
new fixtures, casework and finishes per Historic Preservation stamped 
drawings dated 3/22/12. 

3/22/2012 

Interior 


Interiors only: Interior renovation of existing coffee shop to include minor 
electrical and plucming, minor duct extensions, existing mechanical units to 
remain per Historic Preservation stamped drawings dated 3/22/12. 

3/22/2012 

Mechanical 


Electrical monthly maintenance for April 2012. No other work to occur with 
this approval. 

3/22/2012 

Exterior 


Exterior work and conditions of approval same as Review #2011-0220: 
remove south revolving door leaves and spindle and replace with ADA 
compliant door within barrel, and repair north revolving door leaves/spindle 
as per Landmark stamped plans dated 03/22/12. New door and trim to 
match historic in finish, color, proportions and profiles. NO WINDOW 
REPLACEMENT OR MASONRY WORK ALLOWED WITH THIS 

PERMIT. 

3/22/2012 

Exterior 


Exterior: Extend two existing elevators from 8th floor to the 9th floor; new 
elevator penthouse as per Landmarks stamped plans dated 22 March 2012. 

No other work allowed. 

3/22/2012 

Interior 


Interior: Install new plumbing fixtures, applicnaces, and furniture for new 
sandwich shop in existing ground level space as per Landmarks stamped 
plans dated 23 March 2012. No storefront/window replacement allowed. 

3/23/2012 

Mechanical 


Mechanical: Change electrical contractor ONLY. No work allowed. 

3/23/2012 
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Date rec'd Correc'd Rev # 


Ward 


3/23/2012 

3/23/2012 

3/26/2012 

3/26/2012 

3/26/2012 

3/23/2012 

3/26/2012 

3/27/2012 

3/27/2012 

3/27/2012 

3/27/2012 

3/27/2012 

3/28/2012 

3/28/2012 

3/28/2012 

3/28/2012 


Address Permit # Landmark/District 

2012-0415 1421 N. Wicker Park 100431357 Wicker Park District 1 

3/23/2012 2012-0416 6811 S. Cregier 100428781 Jackson Park Highlands District 5 

2012-0417 550 W. Arlington 100432335 Arlington-Deming District 43 

2012-0418 5700 S. Lake Shore 100433003 Museum of Science & Industry 5 

2012-0419 2823 N. Pine Grove 100421149 Surf-Pine Grove District 44 

2012-0420 3636 N. Harding 100419694 Villa District 30 


2012-0421 141 W. Jackson 100432862 Chicago Board of Trade Building 2 

2012-0422 IIS. LaSalle 100433133 Roanoke Building and Tower 42 

2012-0423 17 E. Monroe 100432965 Palmer House Hotel 42 

2012-0424 135 S. LaSalle 100431477 Field Building 42 

2012-0425 4851 S. Kenwood 100433165 Kenwood District 4 


2012-0426 

2012-0427 

2012-0428 

2012-0429 


832 W. Oakdale 100433176 

47 W. Polk 100432770 

5700 S. Lake Shore Drive 

435 N. Michigan Environmental 


Oakdale Avenue District 44 

Dearborn Street Station Building 2 

100433291 Museum of Science & Industry 

Tribune Tower 42 


Wednesday, April 04, 2012 


Summary PRC Date Approval Conditions Approval 

Exterior Exterior: Restoration of existing building fagade and exterior front stairs 3/23/2012 

and new canopy per Historic Preservation stamped plans dated 3/23/12. 

Project includes new windows. New wood stairs to be painted or stained. 


Exterior and Interior Exterior and Interior: Interior alterations and repairs. New rear wood deck 3/23/2012 

as per Landmarks stamped plans dated 23 March 2012. No window 
replacement or other work allowed. 

Mechanical Electrical wiring only. No other work to occur with this approval. 3/26/2012 

Interior Relocation of two existing flight simulators and an addition of one additional 3/26/2012 

flight simulator. All equipment to be installed inside the Museum of 
Science and Industry. No other work to occur with this approval. 


New Construction: 
Addition 


Exterior 


Mechanical 

Mechanical 

Mechanical 

Interior 


Exterior 


Mechanical 


Interior 

5 

Environmental 


New Construction: Rear 2-story addition to 3-story mid-block rowhouse, 3/26/2012 

including new front fagade windows per Historic Preservation stamped 
drawings dated 3/26/12. Water washing not to exceed 400 psi. 

Exterior: Window replacement, including first floor windows on the front 3/26/2012 

fagade per Historic Preservation stamped exhibits dated 3/26/12. New 
windows to be aluminum-ciad wood. Muntins to be SDL with spacers to 
match existing profiles. All wood trim and brick molds to remain. No other 


work permitted. 

Electrical monthly maintenance 3/26/2012 

Electrical only: Installation of CCTV. No other work permitted. 3/27/2012 

Electrical only: Monthly maintenance. 3/27/2012 

Interiors only: Interior alteration of an existing 41 st floor office space with 3/27/2012 

new plumbing per Historic Preservation stamped plans dated 3/27/12. No 
other work permitted. 

Exterior: Replace bricks (135 sq.ft) on North elevation (secondary). No 3/27/2012 

structural work. New brick to match color, texture, appearance and joint 
profile of existing. No window replacement or other work permitted. 

Mechanical only: Replace domestic water booster pump system same 3/27/2012 

location (1st floor closet and entryway). No other work permitted. 

Install exit signs - interior work only. NO PLANS WERE REVIEWED WITH 3/28/2012 
THIS APPLICATION. 


Mechanical Electrical work related to relocation of flight simulator inside of museum 

reviewed under #100433003. 

Dry grinding of masonry joints and tuckpointing only. Pointing mortar to 3/28/2012 

match original in type, color and joint profile. No masonry replacement, 
repair, cleaning or sandblasting to occur with this approval. 
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Date rec 'd 

Correc'd Rev # 

Address 

Permit # 

Landmark/District 

Ward 

3/28/2012 

2012-0430 

621 S. Plymouth 

100433409 

Printing House Row District 

2 

3/28/2012 

2012-0431 

10244 S. Longwood 

100415574 

Longwood Drive District 

19 

3/29/2012 

2012-0432 

907 W. Fullerton 

Environmental 

McCormick Row House District 

43 

3/29/2012 

2012-0433 

924 W. Newport 

100433372 

Newport Avenue District 

44 

3/29/2012 

2012-0434 

4945 S. Dorchester 

100433440 

Kenwood District 

4 

3/29/2012 

2012-0435 

600 E. Grand 

100433574 

Navy Pier 

42 

3/29/2012 

2012-0436 

4933 S. Washington Park100433343 

Washington Park Court District 

4 

3/30/2012 

2012-0437 

200 S. Michigan 

100433682 

Historic Michigan Boulevard 
District 

42 

3/30/2012 

2012-0438 

1519 W. Warren 

100433208 

Union Park Hotel 

27 

3/30/2012 

2012-0439 

210 S. Canal 

100432850 

Union Station 

2 

3/30/2012 

2012-0440 

2342 N. Geneva 

100433752 

Mid-North District 

43 

3/30/2012 

2012-0441 

118 E. Erie 

100433222 

Farwell Building 

42 

3/30/2012 

2012-0442 

6130 S. Wolcott 

100433764 

Robert Lindblom Technical High 
School 

15 

3/30/2012 

2012-0443 

6130 S. Wolcott 

100433765 

Robert Lindblom Technical High 
School 

15 


Wednesday, April 04, 2012 


Summary 

Mechanical 

Sign 

Exterior 

Exterior 

Mechanical 

Mechanical 

Exterior 

Exterior 

Interior 

Mechanical 

Mechanical 

Mechanical 

Interior 

Interior 


PRC Date Approval Conditions 

Electrical wiring only, no other work to occur with this approval. 

Install (1) free-standing single-face electronic message center with 
masonry surround sign mounted to underground (2) 3" square steel posts 
as per Landmark stamped plans dated 03/28/f 2. All electrical conduit and 
transformer boxes to be concealed. 

Environmentaly: Dry grinding. Work to be performed per submitted report 
from Marion, Inc, dated 3/5/f 2. No other work permitted with this approval. 


Exterior: Repair rear open wood porch as per architects report and plans 
dated 3/28/f2 stamped by Historic Preservation on 29 March 20f2. No 
window replacement or other work allowed. 

Mechanical; Installation of a low-voltage security alarm system ONLY. No 
other work allowed. 

Mechanical: Temporary lighting and power for the HSMAI Meet Mid- 
America Show in Festival Hall from March 30 - April 4, 2012 ONLY. No 
other work allowed. 

Exterior: Replace roof with new fiberglass shingles per Historic 
Preservation stamped plans dated 3/29/12.. No structural work or window 
replacement permitted with this approval. 

Exterior: Replace approximately 3900 sf of existing roof membrane and 
insulation ONLY. No structural changes. No window replacement or other 
work allowed. 

Interior: Interior alteration to ground floor tenant space for new cafe as per 
Landmarks stamped plans dated 30 March 2012. No window/sforefront 
replacement allowed. 

Mechanical: Monthly maintenance for January-March 2012 ONLY. No 
other work allowed. 

Mechanical; Installation of low-voltage alarm system ONLY. No other work 
allowed. 

Mechanical: Provide power to 2 new refrigeration units. Install five 110V 
outlets, 5 transferers and 55 low-voltage lights in new wine cabinet ONLY. 

No other work allowed. 

Interior: 4-story high school modification. Install VGB drain, piping, and 
valves to filter the pool from the bottom and drain the pool through the 
blaince tank; replace water heater and minor renovations as per Landmarks 
stamped plans dated 30 March 2012. No window replacement or other work 
allowed. 

Interior: High school modifications to electrical, furnishings, and 
equipment of 2 classrooms; adjusting accessible water coolers at 3 
locations. Paint walls and ceilings as pe rLandmarks stamped plans dated 
30 March 2012. No windo replacement or other work allowed. 


Approval 

3/28/2012 

3/28/2012 

3/29/2012 

3/29/2012 

3/29/2012 

3/29/2012 

3/29/2012 

3/30/2012 

3/30/2012 

3/30/2012 

3/30/2012 

3/30/2012 

3/30/2012 

3/30/2012 
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Date rec'd Correc'd Rev # 


Ward 


3/30/2012 


Address 
2012-0444 53 W. Jackson 


Permit # Landmark/District 

100433787 Monadnock Building 


2 


3/2/2012 

3/6/2012 


2012-0465 

200 S. Michigan 

100430211 

Historic Michigan Boulevard 

District 

42 

2012-0466 

701 N. Michigan 

100430594 

Allerton Hotel 

42 


TOTAL # OF PERMIT APPLICATIONS APPROVED: 

176 


TOTAL # OF REVIEWS PERFORMED 

179 


REVIEWS PERFORMED SAME DAY: 

174 

97% 

REVIEWS PERFORMED IN 1-DAY OR LESS 

178 

99% 


Summary 

Mechanical 

Miscellaneous 

Mechanical 


PRC Date Approval Conditions 

Mechanical: Building electrical maintenance for March 2012 ONLY. No 
other work allowed. 

Miscellaneous: Change of electrical contractor 
Electrical: Maintenance only. 


Approval 

3/30/2012 

3/2/2012 

3/6/2012 








